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BILL NO. S-87-07- / 


AN ORDINANCE approving City Utilities 
Purchase Order #09127, by the City 

of Fort Wayne, Indiana, by and 
through its Department of Pur- 
chasing and Alpha Omega Electric, 

for the Water Pollution Control 
Plant. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 


OF THE CITY OF FORT WAYNE, INDIANA: 
SECTION 1. That City Utilities Purchase Order #09127, 


between the City of Fort Wayne, by and through its City Utilities, 


SPECIAL ORDINANCE NO. sls AA 


and the Department of Purchasing with Alpha Omega Electric, for 


the Water Pollution Control Plant, respectfully for: 


the purchase of Variable Frequency 
Drives for the Water Pollution 
Control Plant, per the specifica- 
tions in Reference #821; 


involving a total cost of One Hundred Eighty-Eight Thousand Two 


Hundred Ninety-Eight and No/100 Dollars ($188,298.00+/-), all 
as more particularly set forth in said Purchase Order, which 


is on file in the Office of the Department of Purchasing, and 


| is by reference incorporated herein, made a part hereof, and 


to financing through the City Equipment Lease Program as provided 


for in Ordinance S-174-84. 


SECTION 2. That this Ordinance shall be in full force 
and effect from and after its passage, and any and all necessary 


| approval by the Mayor. 


ee —? 
Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 






oxberger, City 





Attorney 


| is hereby in all things ratified, confirmed and approved, subject 
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E. KENNEDY, CITY CLERK 


Read the thi time in full and on motion by eg 
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Passed and adopted by the Common Council of the City’ of Forks 
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Presented by me to the Mayor of the City of Yort Wayne, Indiana, 


on the Vee A day of » 19 a AE 
a : ý S 
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WIN MOSES, JR., MAYOR 


Bid Reference #821 

Opens: July 7, 1987 at 11:45 AM 
Variable Frequency Drives 

WPP 


Alpha Omega Electric $188,298.00 Base Bid 


Henry Electric $205,205.00 Base Bid 


2. 
(Front Page) 


CITY OF *FORT WAYNE 


DEPARTMENT OF PURCHASING 
ONE MAIN STREET = ROOM 350 
FORT WAYNE, INDIANA 46802 


BID REFERENCE # 821 
DATE June 15, 1987 


DUE DATE Tuesday, July 7, 1987 at 11:45 A.M. 


Department receiving bid items Water Pollution Control Plant 


2601 Dwenger Ave 


Fort Wayne, IN 46803 
Bid Bond Required NO YES _X AMOUNT 9% 


Performance Bond Required NO YES _X_ amount _100% 


Affirmative Action -On file with the City of Fort Wayne 
a 203 Attached to this document 


Prompt payment discounts will be allowed as follows: 3 
if paid within days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices should not include these 
taxes. f 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her bid for a 
period of sixty (60) days. 


Alpha-Omega Electric,INC 


Name of 


Por 


; NNER 
"OAS 





iz 
Address 2300 South Hanna Street 


cit Fort Wayne, INdiana 4680 





i 


mo ag 


ES pe ay 


mwen 


PROPOSAL 


CITY OF FORT WAYNE, INDIANA 
WATER POLLUTION CONTROL PLANT 
VARIABLE FREQUENCY DRIVE 
REPLACEMENT 


To: Board of Public Works 
9th Floor City County Building 
One Main Street 
Ft. Wayne, Indiana 46802 


Pursuant to the published "Advertisement for Bids", the undersigned has 
investigated the conditions affecting the cost of the proposed Water 
Pollution Control Plant Variable Frequency Drive (VFD) Replacement, Ft. 
Wayne, Indiana, and having examined the site and understanding the 
requirements set forth in the Contract Documents hereby proposes to provide 
and furnish all labor, materials, tools, equipment, and all utility and 
transportation services necessary to perform and complete, in a workmanlike 
manner, all the above work as required by said Contract Documents, including 
any and all addenda now on file in the office of the Director of the City of 
Ft. Wayne, Indiana. 


BASE BID 


The undersigned proposes to furnish all work for the construction of Water 
Pollution Control Plant VFD replacement, including the furnishing of all 
labor, materials, supplies, equipment, and other items per the Drawings and 
Specifications, complete and ready for operation for the intended purpose, 
for the lump sum price of 


One Hundred Eighty-eight thousand, Twohundred ninty-eight / 00 


Dollars ($188,298.00 ). 


The undersigned encloses a certified check payable to the City of Ft. Wayne, 
Indiana, or an acceptable bidder's bond binding the undersigned and surety 
to the City of Ft. Wayne, Indiana, in the amount of 


Nine thousand,fourvhundred fifteen & no/100 


Dollars ($ 9,415. ). 


LT 


which amount is not less than five percent (5%) of the base bid as set out 
above, guaranteeing that the undersigned will enter into Contract for the 
performance of the work if this proposal is accepted. A Noncollusion 
Affidavit, as required by the statutes of the State of Indiana, is properly 
executed and attached hereto; and for any bid of $15,000.00 or more, 
Standard Questionnaire Form 96-a of the Indiana State Board of Accounts is 
properly executed and attached hereto. It is hereby agreed tht this 
proposal shall remain in full force and effect and may not be withdrawn for 
a period of 60 days from the date of receiving proposals by the City of Ft. 
Wayne, Indiana. 


1072B/05-26-87 


The undersigned Contractor (has) (has not) (strike out inapplicable) 
performed work satisfactorily under Presidential Executive Order 11246 or 
any previous Executive Order dealing with non-discrimination in federally 
assisted construction contracts (11114 or 10295). 


The undersigned Contractor is aware that the combined Minority, Women's and 
Small Business Enterprises (MBE, WBE, and SBE) participation fair share for 
this contract, expressed as a percent of the total dollar amount of the 
contract, is 5%. The Contractor has further demonstrated compliance with 
the MBE, WBE, and SBE fair share by submitting as part of the bid Minority, 
Women's, and Small Businesses Subcontractor Listing. Failure to submit such 
information may cause rejection of the bid as non-responsive. 


PROPOSED COMPLETION TIME 
160 


The undersigned Contractor proposes to complete the Work within days 
after Notice-to-Proceed. x 
BREAKDOWN OF LUMP SUM PRICE 
The following breakdown of the lump sum price shall be completed. 
Item Specification Lump Sum 
No. Section Description Price 
, f ae 4500. 
l. Miscellaneous Miscellaneous General Conditions, Bonds, 
Insurance 
26 Miscellaneous Miscellaneous Project Administration, POs 
Coordination, Management, Cleanup, Etc. 
3. 01340 Submittals 2485. 
4. 01430 Factory Test 364. 
Py Sa : 6, 633s 
5s 01620 Shipping, Storage, and Handling 
, A Dig D2 Bie 
6. 01660 Performance Testing g 
27965; 
Te 01680 System Support Services f 
B5 01730 Operations and Maintenance Documentation 3.972 
9. O1741,, 51, 800 Warranties and Maintenance 9 929 
i Ss Ds 
10. 01750, 16951 Spare Parts, Special Tools, Test 
Equipment 


1072B/05-26-87 


‘BREAKDOWN OF LUMP SUM PRICE (Continued) 


Item Specification Lump Sum 
No. Section Description Price 
IT, 01760 Training a 
J2; 16010, 111, Conduits, Wiring, Installation, Etc. Pee 
1207231), 1903 
Etc. 
T25 16990 Panel Enclosures 14.986 
14, 16480, 481, 901 VFDs, Combination Starter and Controls 109,445 
TOTAL PRICE POTII 


SCHEDULE OF ADDITIONAL UNIT PRICES 


The following unit prices shall apply for additions or deletions to the 
Contract. P 


The Owner reserves the right to reject any unit costs which, in the opinion 
of the Engineer, are unreasonable. 


The unit prices quoted shall include for the supply and/or installation of 
the item complete, and the Specifications apply to all unit prices quoted 
herein. 


Unit Unit Price 
LABOR 
(a) Superintendent Hr 382.49 
(b) Foreman Hr 35.428 
(c) Electrician Hr 32:08 
(d) Laborer Hr 24.50 
(e) Field service Engineering Support Hr 45.00 


1072B/05-26-87 


SEPARATE PRICES 
Should the Owner elect to delete the work, the following prices shall be a 


decrease to the total price bid on this Contract, and to the respective 
prices in the breakdown of lump sum prices. 


REDUCTION TO TEE 
TOTAL PRICE 


MAINTENANCE CONTRACT (Section 01800) 9029 


DESIGNATION OF INTENDED EQUIPMENT MANUFACTURER 

The Contractor shall include as part of his bid the name of the equipment 
manufacturer upon which his bid was based, by writing in the name of the 
manufacturer of the equipment in the space provided below. This information 
shall be provided by the Contractor and will become a part of his base bid. 
Equipment which is written in by the Contractor which, in thé opinion of the 
Owner, does not meet the specifications, shall be cause for disallowing the 
bid. Such bids may be rejected as non-responsive. 

VFD Equipment Manufacturer Emmerson Electric 


Receipts of Addenda are hereby acknowledged. 


ADDENDA NO. One DATE 6-29-87 


























ADDENDA NO. DATE 
ADDENDA NO. DATE 
ADDENDA NO. DATE 
Respectfully submitted, 
Alpha-Omega Electric, INC 
Gentrector 
OHAKKXMAK ) E EES ) 
or (Corporation 
Dated: 300 Sok Hanna $ 
July Ẹ PLIST 4 





NOTE: The legal status of the Bidder, whether as an individual, 
partnership, or corporation, must be indicated above, and all 
pertinent information as required by the Specifications must be 
furnished. 


END OF SECTION P 
P-4 
1072B/05-26-87 


Bid Reference #821 


In addition to the "Lump Sum Price" and the "Breakdown of Lump 
Sum Price" asked for on page P-2 of the bound book of specifi- 


cations, the following is required: 


Cost of Labor for the removal of the 


existing equipment. (labor only) S_ i925 


Cost of Providing Equipment ee Oe a 


Cost of labor for the installation 
of new equipment. (labor only) STON 770. 


This page must be submitted along with the bid package at the 
time of the opening, on Tuesday, July 7, 1987 at 11:45 A.M. 


"The items referred to herein will be included in a lease package 
- for financing purposes and will be paid for at the time the appro- 
priate lease package is completed." 


THE FOLLOWING IS THE UNDERSIGNED'S COMMITMENT OF THE MBE/WBE 
GOALS OF \THE CITY FOR JORK DONE. PURSUANT TO THIS ‘CONTRACT: 


(a) 


Onc. {127.84 
LPB SuppLls 
Non-Fed - 


The undersigned firm certifies that it as san 
(MBEAWBE) Coatractor (cross out inapplicable provision). 


For MBE specify percentage of minority ownership 100 $. 
For WBE specify percentage of women ownership -O- %. 
The undersigned certifies that they are a joint 
venture in which the following (MBE/WBE) firm 


(cross out inapplicable provision) 
is a joint venture partner. 








The MBEAWBE- (cross out inapplicable provision) firm 
shall have % participation (employees) % 
participation (costs) in thes project. 


Specify the percentage of minority/women ownership 
in the MBE/WBE firm 3. (cross out inapplicabls 
provision) 


The undersigned commits L002 + of (the. total .bidipruce 
as a subcontract to minority business enterprise parti- 
Cipation. The MBE firms which are proposed as sub=- 
contractors are the, following: 


Name of Firm Address Type of .Work ji 
dss 
2a 
3 
The undersigned commits % of= thestotal. bid price 
as a subcontract to women business enterprise partici- 
pation. The WBE firms which are proposed as subcon- 


tractors are the following: 


Name of Firm Address Type of Work 
ne 
2i 
Bie 
IESS 


es 


i General Bid Form Revised Form No. 95 (1964) 
Form Prescribed by State Board of Accounts 
D. H. Goble Co., Greenfield, Indiana 


BID, OFFER OR PROPOSAL 
on 
MATERIAL OR MATERIALS, EQUIPMENT, 
GOODS OR SUPPLIES 


To Carollo Offerle;, Raimi, Of!) Puro Fork. Wayne aN... ereeerrerrrrrrrrrreesrerrrrreerrererreeres 


Statename official position and municipality 


Pursuant to notices given, the undersigned proposes to furnish the material or materials, equipment, goods or 


Purchasing 


state name official position and municipality 


and as per copy thereof, hereto attached, or as described herein for the following amounts: 
(State the class or item number or an exact description of the material or materials, equipment, goods or 


supplies to be furnished and amount of bid on each article. ) 


Class or Item Quality — Description Amount 


Replacement of Variable frequency Driwe 
at Water Pollution Controll Plant 


188, ,298.00 


10 MART CPACKE IS NEEFNEN—ATTACH SEPARATE SHEET 


PROPOSAL 


CITY OF FORT WAYNE, INDIANA 
WATER POLLUTION CONTROL PLANT 
VARIABLE FREQUENCY DRIVE 
REPLACEMENT 


To: Board of Public Works 
9th Floor City County Building 
One Main Street 
Ft. Wayne, Indiana 46802 


Pursuant to the published "Advertisement for Bids", the undersigned has 
investigated the conditions affecting the cost of the proposed Water 
Pollution Control Plant Variable Frequency Drive (VFD) Replacement, Ft. 
Wayne, Indiana, and having examined the site and understanding the 
requirements set forth in the Contract Documents hereby proposes to provide 
and furnish all labor, materials, tools, equipment, and all utility and 
transportation services necessary to perform and complete, in a workmanlike 
manner, all the above work as required by said Contract Documents, including 
any and all addenda now on file in the office of the Director of the City of 
Ft. Wayne, Indiana. 


BASE BID 


The undersigned proposes to furnish all work for the construction of water 
Pollution Control Plant VFD replacement, including the furnishing of all 
labor, materials, supplies, equipment, and other items per the Drawings and 
Specifications, complete and ready for operation for the intended purpose, 
for the lump sum price of 


TWO HUNDRED FIVE THOUSAND TWO HUNDRED FIVE DOLLARS AND 


a LOS Sere ae Dollars ($ 205,205.00*****%), 


The undersigned encloses a certified check payable to the City of Ft. Wayne, 
Indiana, or an acceptable bidder's bond binding the undersigned and surety 
to the City of Ft. Wayne, Indiana, in the amount of 


TEN THOUSAND TWO HUNDRED SIXTY DOLLARS AND 25/100--------- 


Dollars ($ 10,260.25******¥, 





which amount is not less than five percent (5%) of the base bid as set out 
above, guaranteeing that the undersigned will enter into Contract for the 
performance of the work if this proposal is accepted. A Noncollusion 
Affidavit, as required by the statutes of the State of Indiana, is properly 
executed and attached hereto; and for any bid of $15,000.00 or more, 
Standard Questionnaire Form 96-a of the Indiana State Board of Accounts is 
properly executed and attached hereto. It is hereby agreed tht this 
proposal shall remain in full force and effect and may not be withdrawn for 
a period of 60 days from the date of receiving proposals by the City of Ft. 
Wayne, Indiana. 


1072B/05-26-87 


Hh a a a M 


The undersigned Contractor (has) (häš xt) (strike out inapplicable) 
performed work satisfactorily under Presidential Executive Order 11246 or 
any previous Executive Order dealing with non-discrimination in federally 
assisted construction contracts (11114 or 10295). 


The undersigned Contractor is aware that the combined Minority, Women's and 
Small Business Enterprises (MBE, WBE, and SBE) participation fair share for 
this contract, expressed as a percent of the total dollar amount of the 
contract, is 5%. The Contractor has further demonstrated compliance with 
the MBE, WBE, and SBE fair share by submitting as part of the bid Minority, 
Women's, and Small Businesses Subcontractor Listing. Failure to submit such 
information may cause rejection of the bid as non-responsive, 


PROPOSED COMPLETION TIME 

The undersigned Contractor proposes to complete the Work within 175 days 
after Notice-to-Proceed. 

BREAKDOWN OF LUMP SUM PRICE 


The following breakdown of the lump sum price shall be completed. 


Item Specification Lump Sum 

No. Section Description Price 

1. Miscellaneous Miscellaneous General Conditions, Bonds, 20 93 7a 00 
Insurance 

2 Miscellaneous Miscellaneous Project Administration, 2,205.00 


Coordination, Management, Cleanup, Etc. 


3. 01340 Submittals 1,005.00 
4. 01430 Factory Test 876.00 
5a 01620 \ Shipping, Storage, and Handling 1,838.00 
6. 01660 F Performance Testing 2102100 
TA 01680 System Support Services 24695. 00 
8. 01730 Operations and Maintenance Documentation 2,328.00 
9. 01741, 51, 800 Warranties and Maintenance 8,208.00 
10. 01750, 16951 Spare Parts, Special Tools, Test 4,886.00 
Equipment 
P-2 


1072B/05-26-87 


BREAKDOWN OF LUMP SUM PRICE (Continued) 





Item Specification se Lump Sum 
No. Section Description ' Price 
Pi 01760 Training 10,719. 00 
12; 16010, 111, Conduits, Wiring, Installation, Etc. 35,624.00 
120, 131, 190, 
Etc. 
I3., 16990 Panel Enclosures 13,624.00 
14. 16480, 481, 901 VFDs, Combination Starter and Controls DEG 7639200 
TOTAL PRICE 205.205100 


SCHEDULE OF ADDITIONAL UNIT PRICES 


The following unit prices shall apply for additions or deletions to the 
Contract. j 


The Owner reserves the right to reject any unit costs which, in the opinion 
of the Engineer, are unreasonable. 


The unit prices quoted shall include for the supply and/or installation of 
the item complete, and the Specifications apply to all unit prices quoted 
herein. 


Unit Unit Price 
LABOR 
(a) Superintendent Hr 32475 
(b) Foreman Hr 3125 
(c) Electrician Hr 28% 50 
(d) Laborer Hr n/a 
(e) Field Service Engineering Support Hr 46.00 


1072B/05-26-87 


——!iO_— ed le eed lemme eect 


SEPARATE PRICES 


Should the Owner elect to delete the work, the following prices shall be a 
decrease to the total price bid on this Contract, and to the respective 
prices in the breakdown of lump sum prices, 


REDUCTION TO THE 
TOTAL PRICE 


MAINTENANCE CONTRACT (Section 01800) 8,208.00 


DESIGNATION OF INTENDED EQUIPMENT MANUFACTURER 


The Contractor shall include as part of his bid the name of the equipment 
manufacturer upon which his bid was based, by writing in the name of the 
manufacturer of the equipment in the space provided below. This information 
shall be provided by the Contractor and will become a part of his base bid. 


Equipment which is written in by the Contractor which, in the opinion of the 


Owner, does not meet the specifications, shall be cause for ae ee the 
bid. Such bids may be rejected as non-responsive. 


VFD Equipment Manufacturer Emerson Electric VeV. I. System 
Receipts of Addenda are hereby acknowledged. 


ADDENDA NO. One (1) DATE 6-24-87 














ADDENDA NO. DATE 
ADDENDA NO. DATE 
ADDENDA NO. DATE 
Respectfully submitted, 
HENRY ELECTRIC COMPANY, A DIVISION OF 
LONG ELECTRIC COMPANY, INC. 
Contractor 
A XKADOL HOGIX X) KPSEBHAUSK KK X YX 
or (Corporation ) 
By Cfiorne E A TORP 
Yvonne Shaheen, President 
Dated: Address 3539 Wells Street 
July. 7 , 198 7 Fort Wayne, IN 46808 





NOTE: The legal status of the Bidder, whether as an individual, 
partnership, or corporation, must be indicated above, and all 
pertinent information as required by the Specifications must be 
furnished. 


END OF SECTION P 
P-4 
1072B/05-26-87 : 


THE ‘FOLLOWING IS THE UNDERSIGNED 'S COMMITMENT OF THE MBE/WBE 
GOALS OF THE CITY FOR JORK DONE PURSUANT TO THIS CONTRACT: 


(a) xX The undersigned firm certifies that Pe. is an 
(MBB/WBE) Coatractor (cross out inapplicable provision). 


For MBE specify percentage of minority ownership 3. 

For WBE specify percentage of women ownership 100 3. 
(b) The undersigned certifies that they are a joint 

venture in which the following (MBE/WBE) firm 


(cross out inapplicable provision) 
is a joint venture partner. 





The MBE/WBE (cross out inapplicable provision) firm 
shall have % participation (employees) % 
participation (costs) in this project. 





Specify the percentage of minority/women ownership 
in the MBE/WBE firn axe (cross out inapplicable 
provision) 


GE) The undersigned commits 7 %-of ehe total bid price 
as a subcontract to minority business enterprise parti- 
cipation. The MBE firms which are proposed as sub 


contractors are the, following: 


Name of Firm Address Type of Work 
1. Woods Electric Electrical Supply House 
or 
Si 
(d) The undersigned commits o£ the total bid price 
as a subcontract to women business enterprise partici- 
pation. The WBE firms which are proposed as subcon- 


tractors are the following: 


Name of Firm Address Type of Work 
Ds 
2s 
Ta 
Oe’) 26a I =-5 


IFB Supplies 
Non-Fed >? 


(e) Complete (1) and (2* below if participation goals 
of 15% MBE and 12% WBE ave not been met: 


ee My Company cannot meet the participation goals 
for “the ~ TöOlrowing i reasons : 





2. We have taken the following steps in an attempt 
to comply with these participation goals: 





HENRY ELECTRIC COMPANY, A DIVISION 0J 
LONG ELECTRIC COMPANY, INC. 


Contractor Contractor a 


Tes Its erations Manager 











DD Performance Bond. The successful bidder, at the time 
of signing the..contract will be required, at ‘his own expense, 
to furnish a bond guaranteeing faithful execution of the contract, 
in .£Glls-amount, of the contract Price; “executed, by «the, bidder 
and a surety company admitted to do business in Indiana, on 
the bond form provided or approved by the City. The Performance 
Bond shall contain the following clause: "The: said Surety, 
for value received, hereby stipulates and agrees, that no change, 
extension of the time, alteration or addition to the terms of 
the contract or to the work to be performed thereunder, or the 
specifications accompanying the same, shall in any way affect 
its obligation on this. bond, and it does hereby waive notice 
eof any change, extension of time, alteration or addition to 
the terms ofthe contract, or to. the work ior specification. 


def ess Councilmanic Aporoval and Ratification of Contract. 
This agreement, although executed on behalf of the City by the 
Mayor and the Purchasing Agent shall not be binding upon the 
City unless and until the contract has been ratified and approved 
by the Common Council of the City of Fort Wayne, Indiana. EE 
the Common Council fails to approve the contract within ninety 
days after the date of bid opening, then the contractor shall 
not be bound to the contract unless he/she/it elects to be so 
bound. 


Ones 27,34 T6 
IFB Supplies 
Non-Fed 


E 


BAKER & DANIELS 


610 FLETCHER TRUST BUILDING 
INDIANAPOLIS, INDLANA 462042454 


317-2374585 


IN FORT WAYNE 
Baker & DANIELS & SHOAFF 
x400 FORT WAYNE NATIONAL BANK BLDG. 
P O BOX 12708 
FORT WAYNE, INDIANA 46864 
V1O4Ud- SOOO 


IN WASHINGTON 
BAKER & DANIELS 
SUITE 800 19980 N STREET N. W. 
WASHINGTON, D.C. 20036 
208-785-1565 


TELEX 4972139 


WRITERS DIRECT DIAL NUMBER: 


June 21,2987 


To Whom It May Concern 


Re; 


Company, 
Indiana 


Dear Sirs: 
Mrs, Yvonne 
Company, Inc. 
with 
status 
Electric 


("Long Electric"), 


Inc., 


N. RE 

THOMAS G. GTAYTON 
Jor u i 
JQIIN F BL m 

3. ARR 


AUGHT. Ie 


> 


N. CLAY MOMHING 

GAYTL L. ae 
MANY M. STANLICY 
BREYT D. Tayi 


pes B, B OVERRAUSER 


ANNE SLAUGHTER 
rar M WTAUTE 


IPH 
WCH hk for STARERY 
l WYNNE: 


ROBE 

I Tv à AYRES 

T L BEST 
erren A d 
AMY 
TOND M- “NIERMAN 
LEY MEK. THOMPNON 

HEVIN M. TONK 
PETER O wisur 


*NOT ADMITTED IN INDIANA 


Henry Electric, a division of Long Electric 
3539 Wells Street,Ft. Wayne, 





Shaheen, 


Long Electric 


President of Long Electric 
has asked us to provide you 
information concerning the Woman Business Enterprise 
of Long Electric. 

in 1979 and merged it into Long Electric in 


acquired Henry 


1984. 


Henry Electric now operates as a division of Long Electric. 


Baker & Daniels represents Long Electric on a wide 
variety of matters, and we are familiar with its operations. 


At the 


time of his death on February 19, 


1987, 


Riad Shaheen was President of Long Electric and its sole 


His 
his 
has 


shareholder. 
Shaheen, as 
beneficiary, 
County. 
complete, Mrs. 
distributed to her 
of Mr. Shaheen's 


will, 
been 


Shaheen 
shares of stock of Long Electric. 

at 
estate. 


which 
personal 
admitted 


Mrs. 


President of Long Electric. 


We are 


currently 


names 
representative 
to 


Shaheen 


in the 


his 


probate 


wife, 


Yvonne 


and sole 


in Hamilton 
While the administration of the estate is not yet 
is now the beneficial owner of all 


Those shares will be 
the completion of the adminsitration 


has 


process 


been 


elected 


of completing 


forms to be presented at the state and local level to obtain 


certifications that Long Electric 


is a WBE, 


We anticipate 


Page 2 June 11, 1987 


that the forms will be completed and submitted in the near 
future and do not anticipate any problems obtaining the 
certifications. 


If we might provide further information, please 
let me know. 


Sincerely yours, 
Want R ees el 
David R. Frick 


DRF/mam 


Bid Reference #821 
In addition to the "Lump Sum Price" and the "Breakdown of Lump 
Sum Price" asked for on page P-2 of the bound book of specifi- 


cations, the following is required: 


Cost of Labor for the removal of the 


existing equipment. (labor only) $8,625.00 
Cost of Providing Equipment $130,086.00 


Cost of labor for the installation 


of new equipment. (labor only) pe eG 


This page must be submitted along with the bid package at the 
time of the opening, on Tuesday, July 7, 1987 at Lites, A.M, 
"The items referred to herein will be included in a lease package 


for financing purposes and will be paid for at the time the appro- 
priate lease package is completed." 


PLOT 


DIGEST SHEET 


TITLE OF ORDINANCE: SPECIAL 
DEPARTMENT REQUESTING ORDINANCE: PURCHASING 


SYNOPSIS OF ORDINANCE: E - PAA uf | 


An ordinance approving City Utilities Purchase order #09127 with respect to the 
purchase of Variable Frequency Drives for the Water Pollution Control Plant, per the 


specifications in Reference #821. 


Purchase of this equipment is "Subject to financing through the City Equipment Lease 


Program as provided for in Ordinance S-174-84." 


EFFECT OF PASSAGE: 


Equipment is needed to replace the 10 year old drives that have become unrepairable. 
The new equipment would ensure that the plant operation would run smoothly and 


without surges. 


EFFECT OF NON-PASSAGE: 


Plant would continue to have a problem with repairing and possible shutdown of the 


plant. 


MONEY INVOLVED (direct costs, expenditures, savings): 
Alpha Omega Electric $188,298.00 +/- 


ASSIGNED TO COMMITTEE (President): 


BILL NO. S-87-07-41 


CITY UTILITIES 


REPORT OF THE COMMITTEE ON ; 
fae i Mah oS oe ROS ea ee 


CITY UTILITIES 


WE, YOUR COMMITTEE ON : TO WHOM WAS 
SS 
REFERRED AN (ORDINANCE) (RESQENTIONY. approving City Utilities 


Purchase ORder #09127, by the City of Fort Wayne, Indiana, by $ 
and through its Department of Purchasing and Alpha Omega Electric 
__for the Water Pollution Control Plant Tie shee 
BS i= Rea i i oh is mee eee mere ach ener i area ee i aes 
: a 
Sa a adenoma ram pee a caesar wares meer eC Na e ae 





: 
HAVE HAD SAID (ORDINANCE), (RESOLUDLON ) UNDER CONSIDERATION: AND BEG 
LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 

` (REGORUKEGN ) 


YES NO 








CHARLES B. REDD 
CHAIRMAN Rr St a SESS reason per 


PAUL M. BURNS 
VICE CHAIRMAN 


THOMAS =C- HENRY 


BEN A. EISBART 








m T E SAMUEL J. TALARICO 


CONCURRED IN 4 LVF SANDRA E. KENNEDY 
. CITY CLERK 





